. es H-17/79 
E 85R000200 19H04E-4 
Approved For Release 2006/12/16 GIRERDA82TO02 Te aerty 4909 


MEMORANDUM FoR:[ | (c) | 25x11 


SUBJECT : Office of Imagery Analysis Data Processing 
Equipment (U) 


1. In response to your request for this organization to provide 
you with an accounting of all data processing equipment we operate or 
are responsible for, the following list jis provided for your use. (U) 


Quantity Manufacturer Type system Owner 
40 Delta Data CRT NDS OIA 
7 Delta Data CRT ODP ODP 
4 Sanders CRT: ’ JIS NPIC 
6 Texas Instruments Printer ODP ODP ; 
4 Texas Instruments Printer IIS ODP 
3 Texas Instruments Printer NDS OIA 
] DCT 2000 Printer Its NPIC 
| Teletype - Printer IIS NPIC 
] Calcomp Plotter IIS NPIC 
If there are any questions they may be directed to me on 
a (U) , EI 3B 
25X11 
ADP Coordinator 
Office of Imagery Analysis 
Distribution: 
Original - Addressee 
] - OITA/ADP 
1 - OIA/Tech File 
25X 
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